The Identification of the X-ray Counterpart to PSR J2021+4026 
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ABSTRACT 

We report the probable identification of the X-ray counterpart to the 7 -ray 
pulsar PSR J202 1+4026 using imaging with the Chandra X-ray Observatory 
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